1 Think You Will Love This Music Too - Montage #150 


“Mahler’s Third/La troisieme de Mahler” 


Elapsed/ 

Repere 

Work Details / Details 

Performer(s) / Interprete(s) 


Gustav MAHLER (1860-1911) 

Symphony(ie) no.3 in D Minor/en re mineur (1893-96) 

New-York Philharmonic 

Leonard Bernstein, conducting/direction 

00:00 

1. Kraftig Entschieden 


34:55 

II. Tempo di Menuetto. Sehr massig 


45:38 

III. Comodo. Scherzando. Ohne Hast 


64:11 

IV. Sehr langsam. Misterioso. Durchaus ppp 
[“0 Mensch! Gib Acht!”] 

Christa Ludwig, Mezzo-Soprano, 

73:45 

V. Lustig im Tempo und keck im Ausdruck 
[“Es sungen drei Engel einen sullen Gesang“] 

Christa Ludwig, Mezzo-Soprano 

Brooklyn Boys Chorus 

(James McCarthy, Di rector/m aTt re des 

choeurs) 

New York Choral Artists 

(Joseph Flummerfelt, Director/maitre 

des choeurs) 

77:51 

VI. Langsam. Ruhevoll. Empfunden 



(Total-105:51) 














